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In large telescopes the object-glass is often replaced by a mirror, which
may be of speculum metal, or of glass coated chemically with a very thin
layer of polished silver. The mirror presents the advantage (especially
important for photographic applications) of absolute achromatism. On the
other hand, more light is lost in the reflexion than in the passage through a
good object-glass, and the surface of the mirror needs occasional re-polishing
or re-coating. For fuller information see TELESCOPE.
The function of a telescope is to increase the " apparent magnitude " of
distant objects; it does not increase the "apparent brightness/3 If we put
out of account the loss of light by reflexion at glass surfaces (or by imperfect
reflexion at metallic surfaces) and by absorption, and suppose that the mag-
nifying power does not exceed the ratio of the aperture of the object-glass to
that of the pupil, under which condition the pupil will be filled with light,
we may say that the "apparent brightness" is absolutely unchanged by the
use of a telescope. In this statement, however, two reservations must be
admitted. If the object under examination, like a fixed star, have no
sensible apparent magnitude, the conception of "apparent brightness" is
altogether inapplicable, and we are concerned only with the total quantity of
light reaching the eye. Again, it is found that the visibility of an object
seen against a black background depends not only upon the "apparent
brightness " but also upon the apparent magnitude. If two or three crosses
of different sizes be cut out of the same piece of white paper, and be erected
against a black background on the further side of a nearly dark room, the
smaller ones become invisible in a light still sufficient to show the larger.
Under these circumstances a suitable telescope may of course bring also the
smaller objects into view. The explanation is probably to be sought in
imperfect action of the lens of the eye when the pupil is dilated to the
utmost. The author of this article has found-that in a nearly dark room he
becomes distinctly short-sighted, a defect of which there is no trace what-
ever in a moderate light*". If this view be correct, the brightness of the
image on the retina is really less in the case of a small than in the case of a
large object, although the so-called apparent brightnesses may be the same.
However this may be, the utility of a night-glass is beyond dispute.
The general law that (apart from the accidental losses mentioned above)
the "apparent brightness" depends only upon the area of the pupil filled
with light, though often ill understood, has been established for a long time,
as the following quotation from Smith's Optics (Cambridge, 1*738), p. 113,
will show.
"Since the magnitude of the pupil is subject to be varied by various
degrees of light, let NO be its semi-diameter when the object PL is viewed
by the naked eye from the distance OP; and upon a plane that touches the
* Camb. Phil. Proc. vol. iv.    [Vol. n. Arts. 82, 96.]